USDA 



Unite<J Stateis Depanment of Agficuttune 
Anirnsl and Planl Heatih InapsCliDn SarvicB 

Inspection Report 


EMORY UNIVERSITY 


WOODRUFF HLTH SCIENCES CTR, 1440 CLIFTON RD NE 
ATILAWTA, GA 3&322 


CuslomerlD: BSS 
CeftificBle: 57-H-O0i03 
Sile: 001 


kb)(2)High, (b)(7)f 


Type; ROLTTINE INSPECTION 
Dale; Juni-02-S008 


3,131 [c) 

SANITATION, 


{c) HDu^kadping. PrsiTiisfis (buildings and gr-ounds) sPiall kapl claan and in godd repair in drder La proletL 11^ 
animals from injury and to facilitate Ifw prescfibed husbandry pradices sel forth in tfus sulwart. 

jsed for animal hol(llng>'r9c«i^n^g corvtalns a cloth soal chair lhal cannot be adequately cleaned 
ar>d sanitised . Furniture in animal rooms must be readily sanitizable to facirsfate proper hustjandry practices. Correct 
by: 06 Jun OB. 


;b)(2)High, (b)(7)f 


'“Inspeotidn condurded 23-30 May 2003 Pnd 32 June 2(X1B inr^ludes all site 301 lacililieE end comple-le review of 
lACUG records lor all sites jndor ihls registrant"' 


Reviewed: 

1. ) lACDC Minutes (37 May OS, IS AprQS, 05 Mar Dfl, 20 Fsb 08, fS Jns 00, 19 NOv 07, 17 Del 07, 19 Eep 07, 1.5 
Aug 07, 1 6 Jut 07 , M Jun 07, 1 & Way 07) 

2. ) lACUC Program Reviews and FaciHly Semi-Annual InspecHons fAug £007 (hrocugh Jan EOOaii 

3. ) Reports to tnslllulional Official (39 May OB, 20 Noy 07, 27 Sap 07) 

4. ) Pretoed Posl-approval Monrlorirg Reconefc {3Cl07-£(M&J 
.5.) Trair^lng records applicable to prbloddE S2'20[}6 

6. ) Standard Operating Procedure for Significant Deficiencies 

7. ) GLirrenl lACUC Rosier, lACUG AilendancB Flecr^rds 

8. ) Proloc«s{003-2Cl37, 166-2007, 00S-£30e, 009-200B, 015-2000. D6V2007. 060-2000, 069-2007, 105-2007, 2l5- 
2IX1S) 

This is an amended report oorroding inspection nepori ( cust id inspection id £3091 3, site id 42877) by adding 
1hB certificale ntumbar 10 Ibe inspection repOrl. 


Prepared By: 

GREGORYS GAJ.DVM USDA, APHIS, Animal Care Date : 

Title; SUPERVISORY ANIMAL CARE Inspector 4C>07 Se[Ki4-£009 


(b)(6), (b)(7)(c) 


Title; 


Papo 1 1ff 2 


Date; 

Se[vfl4-£OO0 







USDA 



Urited States Depanment of Agricutlurie 
Animal and Plant HaaJLfi lns|:HialiDri &arvJca 

Inspection Report 


iiiix i 

ai$a5 inspjd 


3,131 (c) 

SAMITATIONI, 


{£:) HDusakaepir'ig. Prsrriisas (buildinga and graunda] altall ba kapl claan and in goad repair in ailder La pfdlecl Ihd 
animals from injury and to facilitate Sfwe pfescfibed husbandry pfadices sel forth m tfus stit^art. 


I used fof animal holding'recelvmg contains a cloth -seal chair that cannot t>e adequately cleaned 
ar^d saniiized. Furnitune in animgl rooms must be roadUy sanitizable to facititate proper husbandry practices. Ccrrect 
by: 06 Jon OB. 


'"^Inspecttcn conducted May 2 CClS and 02 June 2 [K!!B includes ell site 001 lacilities end complete review of 
lACUC records lor an sites urndar this registrant — 


Reviewed; 

1. ) lACUC Minutes (07 May OB, 1 & Apr QB, 0& Mar OB, 20 Feb OS, T S Jna OB , 1 9 Nov 07, 1 7 Ocl 07, 19 Sep 07, 1-5 
Arrg 07, IS Jut 07. M Jun 07. 1& May 07) 

2. ) lACUC Program Reviews and Facility Semi-Annual InspecUgns ^Aug 2007 threouqh Jan 2005) 

3. ) Repofls to I nsllluliofial Official (06 May OB, 20 Nov 07, 27 Sap 07) 

4. ) Protocol Post-approval Monitoringi Records {2007-2009? 

5. ) T rainirtg records applicadte to proiocal S2-2006 

6. ) Standard Operatirig Procedure for Significant Cteficienoes 

7. ) Cumartl lACUC Rosier, lACUC Allendance Racrjrrfe 

6 .) ProtocolE {000-2007, 160-2007. 005-2006, 009-2006, 015-200B. 061-2007, 066-2008. 069-2007, 1 65-2007, 2lS- 
2M£) 

This is an amended report oorrecling inspection repod ( oust id ins^tectkjn kP 2009i0, site id 42877) by adding 
the Certificate number to Ihe inspection repCirl. 


Prepared By: 


Title: 

Received By: 


GREGORYS GAJ.DVM US UA, APHIS. Animal Care Date; 

SUPERVISORY ANIMAL CARE Inspector 4007 Se[H)4-£OCr0 



Title: 


P3B0 5 3 


date: 

Se[Ki 4 - 20 &e 



USDA 



Urited States Department pf Agriculture 
Anir'rial and Plant Haakiti Inspection SerVJca SOO'rtlg in^ id 

Inspection Report 


EMORY UNIVERSITY' 


WOODRUFF HLTH SCIEMCES CTH, 1440 CLtFTOM BD NE 
ATLAtTFA, GA 303JS 


Customer ID' 


Ceftrficale: 57-H-0003 
Sile- 003 


|(b)(2)High, (b)(7)f 


Type; ROJTINE JNSPEGTION 
Dale- Feb-l£-SO03 


2,32 (t>) 

PERSONHEL QUALIFICATIONS 

{af It shall be the responatjiUty of the research facility to ertsure that all scientists, nesearch technicians, animal 
iBChnipiarts. and dther parfiddnal IrTvalvad in animal care. trealrnadL and use are qualilrad 10 perform their duties. This 
responsibility sbal* be fulfilled in pad through the provision of trairung and instrucfon to those personnel. 


"*1 & animals are temporarily housed in tranport boxes In ihSiliiliBlillllijIufIng room cleaning. Those boKos are 
designed for employee safely -cluring short-term (noom-io-room) trarsfef ae they have ventilatory openings on only the 
Iront and 1 side of Iho box. The 15 boxes are pesiliooed in a manner that otelructa the venlilatory openlnge. Boxa« 
nearest to the well are in contact with a wall bumper that obalrocts the upper half ol the venlilalory openings on the 
side. On seme boxes, the prajeoliOEl rims on ihe box ffOntfrear overlap, allowing lf?e front ventilatory openings 1o be 
obslruded by adjacent boxes. Training and instruction appropriate personnel in transport box ha-ndling must be 
provided to ensure that ven|ilBliqn is not compromieEKl. Correct by: 2S Feb OQ. 


3,75 la> 

HOUSING FACILITIES, GENERAL, 


(Bf Structure: oonstmction. Housing facilities for nonbuman primates must be designed and construdecf so that they 
are struolurally snjr>d for Ihe species ol norihLinian primates housed in them. They must be kept in good repair... 


'“There en area in ID2 where Ihe ceiling is bowing downward. This is a linear area approximately S leet in length 
near enssosures tor RV&3 and RKq4. Facililles must be maintained in good repair for human and animal safety. This 
ares must be assessed for structural integrity. Correct by: 15 Mar dS. 


3J5 (c) 

HOUSING FACIUTIES, GENERAL, 

{c) Surfaces 

(1) General requirements. Tf>e surfaces Of housing laotlilies - Including perohes, Stielves, swings, boxes, hcioses. 


Prepared By: 
Title: 

Received By: 
Title: 


AMY a BARTHOLOMEW, D V M USDA, APHIS, Animal Care 
V^E PI NARY M EPICAL OFFIC ER InspsctOf 1 05 1 



Date; 

Feb- 12-2008 

Date: 

Feb- 15-2008 


Pape I 3 






USDA 


Urited Slates Depalmeni cf Agriculture 
Anirnal and Plant Healih Inapeciibn insp id 

Inspection Report 


dens, and other fumiiuire-tyipe fiirtures or objects withm the facility - must be constructed in a manner and made of 
maleriala that allow Lham te ba raadily and sanilizadr or ramovEid or raplaoBd whan worn or soilad. 


'“Ini||j||]|^ there ^ an ares d1 peeling paint approx. 1£ incties in ifiarTtaler on lha wall behind ennlgaure containing 
RF-dS. This Inhibits proper cleaning and sanilizatloci o1 the surfaca. Surfaces of Ixiusing fadlltias musl be maunlaineo 
so that they can be readily cleaned and sanitized. Conect by: IS Mar 06. 


'"‘Animal test bo.x.es In disrepair. Several box doers are cracKecl''crilppod on Ihe htener aspect, 

exposing; underlying particle board. This surface cannot be properly cleaned and sanitized. Surfaces of housing 
lacllilies rtiosl be maintained so that they can be readily cteened and sanitized. Correct by: Mar ha. 


"There le damage to dry wall on rear wall dfUmHHUBThis surface cartnof be properly cleaned and sanitized. 
Surfaces d housing facilrties must be fnaintamed so that they can be readily cleaned and sanitized Correct by: 1 5 
Mgr 03. 


3,75 (e) 

HOUSING FACIIJTIES, GENERAL. 

[e) Storage. Supplies of food and bedding must be stored in a manner that protects the supplies from spoilage, 
conlaminaljciri, end vermin inlo^iation. The supi^tie^ must be elored oil the Iteor ajid away from it>e wells, to allow 
cteaning underneath and arourid ibe supplies. Food requin ng relngeration musl be stored accordingly, and all food 
TBUS-I be stored in a manner that pneventa oonfaminatiriri and del^rioralkni qt its nutritive value. 


“*The dry Feed stwege area adjacent to the Great Apa Wing has sustained ceiling idamage. There is a linear brown 
discoloration of iha celling. A^ipro^. 1 loot o1 thie area ^near !ho wall]' haa large pieces o1 damaged celling hanging 
down. There is brown discoloration on the wall, indicative oF a moisture problem in this area. This area must be 
esspE-sed for strijclural inlegrity end repaired. Correci by: 29 Feb UB. 


“‘COMPLETE SITE INSPECTION CONPUCTED 11-12 FEBRUARY 2008“* 


Prepared By: 

AMY B BARTHOLOMEW, B V M USBA, APHIS, Animal Care Date : 

Title: VETERINARY MEDICAL OFFICER Inspector 1051 Feb- 12-2000 


Title: 


(b)(6), (b)(7)(c) 


Date: 

Feb- 15-2000 





